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INSTRUCTIONS FOR TESTING STABILITY 


Take serpentine soil from the alluvial fan 

Shake your soul through a sieve 

Combine with diluted water from the diluvial flood 
Watch for 5 minutes, then dip 5 times 

Record what remains 
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We are all taxonomists 


http://www.ajamesbaldry.net/ 


